The Random Jottings of Donald Jay in Nelson in Pendle Lancashire 


Location: Burnley - Private residence along Mitella Street 
Haunting Manifestation 


A worker at this building reported light switches would turn continually flick themselves off as 
she left a room, though there was no reason why they should. An electrical diagnostic 
throughout the property discovered nothing unusual. 

The old house on Mitella Street had always given people an eerie feeling. It had been abandoned 
for years and its creaky, dilapidated state only added to its haunted reputation. But when the new 
owners moved in, they thought it was just a rumor, a superstition of the locals. 

It was in the late 1990s, when the strange occurrences started. The lights would flicker and turn 
off as soon as someone left the room. At first, the owners thought it was just a problem with the 
wiring. They called in electricians, but no one could find anything wrong. 

The flickering became more frequent, and it wasn't long before they started hearing strange 
noises. Footsteps could be heard in the hallway, and doors would slam shut on their own. One 
night, the owners even reported seeing a shadowy figure standing at the end of the hallway. 

The owners tried to ignore it, but they couldn't shake the feeling that they were being watched. 
They installed security cameras, but the footage showed nothing out of the ordinary. They even 
brought in a paranormal investigator, but he couldn't find any evidence of a haunting. 

Despite all this, the flickering lights persisted. The owners tried different light bulbs and even 
replaced the light fixtures, but nothing seemed to work. They eventually gave up and learned to 
live with it, though it always made them uneasy. 

It wasn't until the owners moved out that the strange occurrences stopped. The new owners 
never experienced anything out of the ordinary. It was as if the house was only haunted by those 
who didn't belong there. 

To this day, the house on Mitella Street remains unoccupied. People still talk about the strange 
occurrences that took place there in the late 1990s. Some say that the ghost of a former resident 
still lingers, while others believe it's just an old house with faulty wiring. But the owners who 
experienced it firsthand know the truth - there's something more to that house than meets the eye. 


By Donald Jay. 


